Delcour, Tiffany 

Fri, 21 Sep 2018 15:11:24 +0000 
To: Kerry Dixon 

Cc: Trosclair, Erick, Lucius, Paul, Jim Larson, Smith, Kaylee 

Water Filter Install: Monday 


Kerry, 

I want to delay the install of additional filters to better understand our issues with water pressure. I would like 
for a few of us to meet on site to discuss the problems you are experiencing on Monday at 9am. What school is 
having the most issues that you think we should look at together? 

Tiffany Delcour 

Executive Director of Facilities 

Orleans Parish School Board 

3520 General DeGaulle Drive 
New Orleans, Louisiana 70114 
o: 504-359-4325 m: 504-941-1852 

tdelcour@ o psb.us 





